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Product Introduction 
1.1 Product Description 


This Intelligent Al binocular thermal imaging system is composed of Al binocular 
temperature detecting camera and Al thermal imaging screening system. Integrated 
by thermal temperature detecting sensor of high-accuracy, built-in intelligent face 
capture algorithm, and ISP image processing technology etc, this device is with face 
detection, temperature detection and face capture, etc powerful features. With Al 
thermal imaging screening system, it can accurately detecting the body temperature, 
capturing face pic and records for those people appeared in front of this device.|It can 
effectively help to monitor and detect the body temperature of entry and exit people 
,thus contributing to prevent epidemic situation. It can be widely used at all kinds of 


entrances and exits of school, buildings, stations, etc. 


1.2Product Appearance 


@ 
Interface No. Interface Name Functional Indicators 
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1.3 Device Interface Function Definition f 


3: Audio Output 
4: Empty 


2. Device Installation 
2.1 Installation Position 
1.Camera being set in front of the aisle to capture the face; 


2. Suggested installation height is about 2 meters, and camera overlook view angle 
015": 
3.For accurate detection of body temperature,1 meters(Range 1m to 2.5m)distance 


are tested for the optimum capture distance. 
2.2 Installation Environment Standard 
1.lllumination Requirements: No backlight, no obviously reflect light on face, uniform 


light and no shadow. In addition, to ensure the enough illumination of the scene when 
capturing the face, it is suggested to increase the lighting devices if the face in the 
display is not bright enough which may effect the face capture 


(General 250~800Lux). 


2.Light and Wind Requirements: This Device is suggested to be installed indoor, 
ensuring there is no wind between device and people, no direct sunlight, so as to 
avoid the detected temperature too low or too high caused by blowing ,cooling and 


direct sunlight. 
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3.Quick Instructions 


3.1 Device Connection 


Connect the device to the computer correctly through network cable; After the 
device powered on, open the search tool on the computer,s earch device IP address. 
User can also modify the IP address by search tool at the same time. 


Notice: Default device IP address is 192.168.1.18. 


oO x 


Equipment network information Equipment port informa ton 
Device IP: Video port: 
Get Gateway rsp port 


Subnet mask http port: 


Modify network | Modify the port 


3.2 Al Thermal Imaging Screening Sytem 
After device powered on, user can use Al thermal imaging screening system software 
to connect device, preview, setting, alarm clean, snapshot pic preview, export 


records, etc operation. 
3.2.1 Main Interface Introduction 


Therma | Thermal Connect/ 


total numbers 


[Video Preview Window] : After device connected, user can view double 
screen(optical and thermal imaging)for real-time preview as above pic shows; 
[IP Input Box] : Input device's IP address. The device default IP address is 
192.168.1.18; 

{Connect/Disconnect Device Button] : Click [Connect] to view the real-time 


display,facecapture pic and temperature detecting.Click [Disconect] toclose the 


preview; 


{Capture Display Column) :List the current captured face pic and detecting 
temperature; 

{Snapshot Folder] : Click the snapshot folder to check saved captured face; 

(Setting] : Click to modify the settings for face capture and temperature detecting 
alarm; 

{Clear Alarm] : After click,the alarm will be canceled: 

[Detects] : Counting the total numbers of face capture and shows; 

{Suspect] : Counting the total number of face capture for those abovethe high 
temperature limit setting and shows; 

{Export] : Export counting records and saved as excel file: 

[Clean] : Clear the total records. 
3.2.2 Snapshot Folder 


Toclick the {Snapshot Folder) ,you can check all the capturedface pics. 


Notice: The folder is named by the date. 


We 2020-04-01 2020-04-01 16:44 
dD data 2020-04-01 16:37 


3.2.3 Setting 

Click [Setting] button to enter into the interface to modify the setting; 
{On/Off] : Turn On/Off to temperature alam function; 
(HighLimit’c] : Alarm When detecting temperature higher than the high limitc; 
{Duration(S)] : Temperature alarm duration time, default is 10 seconds: 
(Confidence) : Reserved, the reliability of judging an image as a face; 
(Capture Interv(MS)] : The interval time of Same people repeat face capture; 
{Select Mode(0-1)] : 0 indicates asile environemntk,1 indicates indoor 

environment; 
{Face Deduplication (0-1)] : Same people only capture once, no repeat 


snapshot; 


{Correction’c]) : Under the severe environment , it will increase the compensation 
temperature to improve the accuracy of temperature measurement, time-of-use 


compensation can be set. 


Setting 
Correction’C: 
Time 1: 00:00:00 ¥ - 00:00:00 11 
Time 2: 00:00:00 ¥ 00:00:00 ¥ 11 
Time 3: 00:00:00 ¥ - 00:00:00 ¥ L1 
Time 4: 00:00:00 ¥ 00:00:00 ¥ 11 


4. Device Upgrade 
Users can use browser or PC tool for upgrade; 


Notice: Brower upgrade package suffix is .ifu. PC tool upgrade package suffix is .bin 
4.1 Web Upgrade 
Notice: Only IE browser,QQ browser,and 360 security browser isworkable; IE Edge 


browser,360 speed browser are not able to use. 
Step 1: Open Browser, input device IP address,and input the user name” admin” and 


password” admin”. 


The server 192.168.1.18 is asking for your user name and password, The 
server reports that it is from Megapixel_IP_Camera. 


Warning: Your user name and password will be sent using basic 
authentication on a connection that isn’t secure. 


| Password | 
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Step 2: Click “setting’-“Setting”-“Maintain” to enter into the uprade interface; 
Step 3: Click” Browse” to choose “app.ifu” updgrade file; 
Step 4: Click “Upload” button to start upgrading,after upgrade completed,the web 


page will auto-refresh. 


: Press the button to reset all the parameters to the factory default settings. 
Record Keep current IP unchanged: '¥) 


4.2 Tool Upgrade Program: 
Step 1: Open the PC to search tool |PWIZARD and above version,select the device 


and upgrade directly for single device; 
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address to different one to avoid IP address collision. Take a example as below 


pic shows: 
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Service Guarantee 


If you have any other questions, please visit the official website of Shenzhen Jide 


Technology Development Co., Ltd. or consult the customer service email address. 


Company Name: Shenzhen Jide Technology Development Co., Ltd. 
Company Address: 9F, Niulangian Building, 
Minzhi Avenue, Minzhi Street, Long Hua District, 
Shenzhen, Guangdong, China, 518109 
Website: www.jidetech.com 
Email: cindyhe@jidetech.com 
Tel: +86 135 5499 2943 
WhatsApp: +86 135 5499 2943 
Wechat: 13544012806 
Skype: JideTech CC 
Facebook: JideTech INT 


Not all of Security Camera Named 


JideTech 


